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Description.: NONE ■ TO TEST BRANDS FOR TEXAS COMPLIANCE 



MEDLEY- 

LT-KSF-M 



VISTA-LT-KSF-B 



Test Categories/Tests 

Target 

Average 

StdDev 

N 

Target 

Average 

StdDev 

N 

Smoke 









FTC Butt Length, mm 


34.0 




34.0 



Tar/Puff, mg 


2.5 




2 . 4 



TX Tar, mg/cigt. 


23.6 

1.51 

33 


23.2 

1.31 

33 

TX Tpm, mg/cigt. 


36.0 

1.85 

33 


36.2 

1.95 

33 

TX Nicotine, mg/cigt. 


1.36 

0,065 

33 


1.34 

0.067 

33 

TX Water, mg/cigt. 


11.00 

1,026 

33 


11.66 

1.344 

33 

TX Puffs/Cigt. 


9.5 

0.32 

33 


9.6 

0.35 

33 

TX pH in Whole Smoke 

Filter 


5.0 

0.03 

2 


5.0 

0.05 

2 

Tipping Paper Length, mm 


31.0 

0.38 

20 


31.1 

0.28 

20 

Ventilation 

Filler 


11 

1.8 

100 


10 

1.8 

100 

Tobacco Weight, g 


0.615 

0.0042 

2 


0.620 

0.0014 

2 

Total Alkaloids, mg/g 


17.36 

0.021 

2 


17.38 

0.028 

2 

OV After Grinding 

SR9B 

8.4 

0.00 

2 

SR9MB 

8.2 

0.01 

2 

Test Catecrories/Tests 

Target 

Average 

StdDev 

N 

Target 

Average 

StdDev 

N 

Smoke 









FTC Butt Length, mm 


39.0 




39.0 



Tar/Puff, mg 


2.0 




1.9 



TX Tar, mg/cigt. 


33.1 

0.99 

33 


32.0 

1,57 

30 

TX Tpm, mg/cigt. 


45.9 

1.92 

33 


43.6 

2.25 

30 

TX Nicotine, mg/cigt. 


2.26 

0.090 

33 


2.27 

0.099 

30 

TX Water, mg/cigt. 


10.53 

1.244 

33 


9.26 

1.111 

30 

TX Puffs/Cigt. 


16.9 

0.54 

33 


16.7 

0.72 

30 

TX pH in whole Smoke 

Filter 


5.0 

0.02 

2 


5.0 

0.04 

2 

Tipping Paper Length, mm 
Ventilation 


36.0 

0.13 

20 


36.0 

0.16 

20 

Filler 









Tobacco Weight, g 

Total Alkaloids, mg/g 

OV After Grinding 










Notations: 


MEDLEY-LT-KSF-M 

VISTA-LT-KSF-B 

SR9B 

SR 9MB 

- COLLECTOR'S CHOICE MEDLEY LT KSF MENTHOL 

- COLLECTOR'S CHOICE VISTA LT KSF BOX 

- SARATOGA 120MM REGULAR FTB 

- SARATOGA 120MM MENTHOL FTB 


All tests were conducted in the Philip Morris U.S.A., Product Testing Laboratory 
with the exception of those tests denoted by a (1). These tests were performed by Philip 
Morris U.S.A. Analytical Methods and Applications Division. The test results relate to the 
samples submitted to the Product Testing Laboratory during the stated time period. 
Extrapolation outside this time period is not appropriate. 
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Description.: NONE 


TO TEST BRANDS FOR TEXAS COMPLIANCE 


MEDLEY-LT-KSF-M 

VISTA-LT-KSF-B 

SR9B 

SR9B 

SR9B 

SR9MB 

SR9MB 

SR9MB 


Collector's Choice Medley Lt KSF Menthol carton contains: Aries, 
Embassy, Expresso, Seville, and Sienna packagings. 

Collector's Choice Vista Lt KSF Box carton contains: Arizona, 
Freeport, Monterey, Concord, and Rio packagings. 

11.7mm tape size was used to cover ventilation holes. 

Port #13,( Group 2550 run2)rejected: String came loose during 
lighting, per smoke technician. 

Refer to request TX98-11 for tobacco wt, ventilation, ov after 
grinding and total alkaloids data. 

11.7mm tape size was used to cover ventilation holes. 

Refer to request TX98-11 for tobacco wt, ventilation, ov after 
grinding and total alkaloids data. 

Port#15 (Group 2550, run 7) rejected: Bad port due to string being 
loose on Gotten, per smoke technician. 


cc: 


All tests were conducted in the Philip Morris U.S.A., Product Testing Laboratory 
with the exception of those tests denoted by a (1). These tests were performed by Philip 
Morris U.S.A. Analytical Methods and Applications Division. The test results relate to the 
samples submitted to the Product Testing Laboratory during the stated time period. 
Extrapolation outside this time period is not appropriate. 
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